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24 February 1970 


MEMORANDUM FOR: Executive Director- Comptroller 

SUBJECT: Personnel Ceiling 8 for FY 1970 and 

FY 1971 

REFERENCE: Memorandum from Executive Director- 

Comptroller, lime subject, dated 
11 February 1970 


Since no changes are foreseen in the personnel ceiling 
for this Office for FY 1970 or FY 1971, there are no problems to 
report as contemplated in the referent memorandum, 

STATINTL 

Legislative Counsel 



JOHN M. MAURY 
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